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This report revieis, stateside "trena^ in Rashingtoii ^ ; 
i[|iu^i,ty college enrollments fro» fal^. 1971 thron^h^tll t976, ihe 
.^f- total academic and occu-patioAal fnll^ti** e5uivaj,e.ttt (JPi?i 
t;^XlLi|«ilit over this petio^ vas 26^k%, kXth the only decline 
^cccikxtkni in 1576,. i»!EE eurollaent declined €.2» fro» 1975^ from 
Ci^;' ^€^53t tcr 63,028^ and h^adconnt enrcllaent .declin.ed fro* .1^1, 64<* to 
f- i4Sv9iS.2« with Apptcjtiaately cne-tbird of the decreases accounted for 
by a revised data collection methodology. The percentage of state 
hi^tJh school graduates entering ccmtunity colleges m 1976 rpse froa 
ii jZ7-9« to 30. 5X. A decline in stodent lability was apparent in the 

4«cicease» in transfer students and out-nof -state' entrants, coupled with 
."v^5fr<aat€r student retention; After four years of continuous increase* 
'. / tet^ran enroll»ent dropped Sharply, in 19^76, decreasing by 7,753 or 
, Thi;p factor was the aost significant influence on. 1976 

• ; '(^liiiiinity college .enrollaents, affecting virtually all the other 
" demographic areas and accounting for a 2^ decline in the nunber of 
fttll-tiae students, a dcclioe .in the average age from 29 to 28 and in 
the median age frooi 26 to 25, and a significant decline in the number 
of. male students. Hoaen accounted for 52.331 of enrollment in 1976 but 
onif l^l^m in 1972. Minority enrollments increased steadily over the^ 
. ,£iire year period", constituting 13. 9J6- of total "enrollment in 1976. 
labQlated data i^ include^ throughout the report. (JDS^ 

^ ■ . • • V ' ' ' . . 
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ABSTf^ACT , * ' . 

Thi;6 report 'rev lews the trends 1n community college enrollmentfi, 
and is the second part of Report No 77-11, Hi gher EdMc at ion ^Enr-ol Itflents , K 
fall > 3:976 v^ictt coocerned the cnroHjnent 'patterns Qf Washington public 
four-year institutions, ' . ' ' " ''^ - - « ; 

/'The focus of the report is on system enrbllment patterns and does ; 
not/ address trends at individual institutions. Inforfnation 1s derived 
fr^ the/ M IS- 1, Student Enrollment Report , State Board ^for Comrtiuni^y 
Cqn lege Education, whos.q staff greatly ass.isted in the reconciliation of; 
ita'sirt instances of \in"corapl-^te or improperly coded elements. 

7 'The report > contains a- discussion of the data collection methods -for 
' the MIS-r as it changes from "Bth day oount.plys attds" Of previous years 
to the "rolling 10th day counV for Fall 1976.^ As explained In the 
report, approxiftiately one-third of the numeric decline In Fall 1976 
enrollments can be attributed to thig change in, data collection methods. 

' The first section of the report ^reviews the changes in totaT enroll- 
raents by full-time equivalent (FtE) students and- by he^dcount in both 
the academi c and occupa t i ona 1 are'a s> as wel 1 a $ enroll ment 1 n cqtrwun i ty 
serv.ice courses, 

Th^ second section concerns the changes 'during the last six years' 
in the major components of -that eftirollment. Detwgraphic information on 
source of students, part-time and full^^timp students^ aSe, sex. vetf^i^ 
status^ residency; student intent .and ethnw' oria^n aigl ^^^^ -'p 
academi c and occupa ti onaT headcour ^ 1 ment 

'he f 1. .1! , irifc »r ve ler an enrollment in *Fal|119'76 resulted 
In noticable changes in th6 d'emogfaphie composition of'the total student 
population.'^ The decline of full-time mate students resulted ih even 
greater proportions of ^rt^tim& students (57,9 percent enrolled for 9.9 
credit.hours or less) amf women now' account for over one-hal,f (52^ • 
percent of those indicating) the students enrolled, ' * 

Both the increase .of students entering directly from*high^ school^ 
(8.7 percent) and t'he inqrease in the retention of students (5.^5 per- 
cent) over Fall 1975 levels may be reflective of economic' conditions and' 
the weaker job market' for young people. 



, ' This report" the second patft of reportV7-lU rtigheY* Education ■ 
Enrollments, Fall, 1976.. Its ptirp&ge Is to revifew the enrol In^eot trends 
;in .the contniflvlty col-lege system ?n or^> to assist the- ebancil and . • 
pthersvcpncerned with planning for posts econdary education. .The rfeport 
JeUborateS on ^he tyi^es of students served^ and the types Pf serytcesV . 
■^i^vided that give the cpmniunTty college system its unique character 
within the scheme of Washington postsecondary education, 

; Th6';fPcus tff the report is on system enrollment patterns and does 
not address individual -district detail- except to identify the compo- 
•sition of total enrollments by institution for Fall 1975 and 1976. More 
*detailed friformatTon pert?^'nina to specific ins'-Hutidns- is available 
from the StaJ:e Boa rd orartinUi ..mifege Education. 

r-he infOrma-Jofc containea in tnis^ reportyfiab been derived/^rQfS 
, !>1IS-1 Student Enrol );nent Report , State Boa.i^d Vor Cpninunity' ColSege - \ 
Education.* One of the problems encountered ha\ been tJn^^^Si^^sion cyf 
-incomplete data, by var4,ous institutions. It' was>^xpecrtecf. thaf th^^^^^ 
would-be a reasoftabT^e level of "not incHca^ed" or "unknown" in. any . . 
' demograpM c caj^egofy s ince soflie students Ghdpse^ .;not to respond to 
ihstitutional questions' pertaining to their age, ,sex, or ethnic.origin. 
•However, the reports of some institutions have co^j^tfTri^d exceedipgly 
high percentages in the 'Sjnknown" categ6ry. * ^ , 

^ The Council for Postsacondary Education Mobility study has. served 
V as a check point to reconcile inwnsistencies' and incomplete transfer . 
data. . .Historical data and estimates of unrepoKed data have been .; . 




i,-./-./^.. - . .:. , - , ■ " y -A • ■ ' • ■- . •',-->';,- -vX-^r-s; .- ••. -v -i^, 

' ^ '. - '■ i ■ ' ^ ■ • - ' ■ - 

. .^0niJbua3T^,r*&v tewed, ft) order'' to^ prcLSfeHt tjie.,(nost' aec(rf^te;.5i*^FiMVi^)fn^;"^:.' 

' ■ 'V''' ' . We wish to expf*.ess our appreciation to the staff 'Vf the State^ / ^ 
f ':^:;/ ' ..Boa partlculaHj^'-Terre Meie>* and Larry .6un^^||fp> their^fforts to^- \-/}:,: 
';) . ;■/•,' locate l/jcomplet^ data and rec&icile the ^^c$iis1s tend e5 th3it'^ have been . \ 

jj" fourtd to exist. Their tiine and effoft;«Ras 'freatT^jis asslstedpn pmviding , 

' ••■ V ' ' • ■'■ ' ■ . .', - ' ■- 

.: the most, reasonably accurate tnfotlj^t^on possible'.' . J • 
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^->t.\^ . ' tm'' tat>>es. dri th6 foil owiTfig pages portpay the student enrol Imeot 

- -da^^^ from FaTI. WZl ttirough 1976; t'^'*-; 

■ . , In reviewing the tables it is necessary to understaijd^the chan^^ Of- data,^v.> 
'\ ^ ; collectton .methodology' that h%s beer employed 9nd the; resultant ^mpact 

i^ff that' change. Enrollment statistics for .1971 throughi 1975 avre .basi^d • • 
.. m the "9th day plus adds" .counting jnethodology.^ M 1^76.how^v$r,, . ' ' ' 
/V ' enrttVlrtent data we»^. collected using , the ''rolHng ,1,0th day 
' V ■ metiiodoTogy.^ ' ' . , ' . » 

, , The basic difference between the, two systems (in addition to the^ . 
^-^^ .'*8th*' and "lath"' day counting) is. that the 8th day iflethod captured tM> 
net ^th daj^ headcount plus al 1 official registration ardds during th§ . 

.•reminder of . the quarter. It dj< not, howev6r; reduce' tlie number. ^ 

' ~ ' ^ ■ . > . • -• ' /' . • ' ' . ' - ' ' 

^ withdrawing after the 8th da^' from the count. These adds fnight joccur 

, either in^ $equ0nt;ia] courses in progress during the 8th day of a quar- ; v^; 

tjlft^ 'sequential co^u^^slss^ which b^^^^ followittg the 8th da^ or in con- ; ■ 

,vr^jtuous enrollm^rrt {open entity/open exit type classes) ycourses,^ TheT 

The mt number of student, en^^olltnents ln courses In /operation as of the 
close of registration on the 8th -iftstruttional day'tff the quarter .pi us^;^ H 
an subsequent of fhicial registrations and adds. Note: the "net" eni'oll- ; 
\ mot tount for a 90urse secti^bn snould include all difficial adds and ^^^^^^^^^^ v^^^^^^^^^ 
^ .exAludte all official withdrawal' ai documented by t>ie college^ (Operations: • 
"Repj^rt No.- 13 ^ State ^oard for Community.' College Education, November, 1376) 



2 \ ■ ■ . . ■ • \ 

The net number of enrollments for each course's 10th ihstructional day 

b4pd\ on. the quarter instructional calendan foe sequential rT^ 

''CentwuoUs (open entry/open exit type classes) course sectfori enrollments 

. are cpkntecKon a n^t basis ^t' fhe end of the quarter in Whichffees are 

XQperations Rept^rt No. 13 , State Coard for Cdmrtiunity College 

' V WQicatT^nTT^^ ^ 





''t^^!Klr'-V>7'' W a<tfcl5 thit o6cur the- lOth day In' any ,seflu6nt.Ul course'*.. ' ^ * -"^ 
■fat'^-v/;' -'^ '-'V' f ' • . . . . V' 

ii^^Ji-fe'^. ' "Tf.b^^ 1 on tiir^ fl^in^ fit^fe shov/s. a -£<Jfflpkr'1sor} of the twarlcotlefeHon ' • 

'.V /"' ' . Wtheds ior* bd1^ Fall beirm 19^5 and 1976^ ^At^deutlt' ah*d otfcuoaiidria-l 'FTE 

• ' eiironinents for Fm I57t'>rflkte ^ "decnne,<ff' 3.5 percent or 4^'^;per- ' " 

oerjt dependtfig OP methodelofy, useci/ Howeve'r, In 'the'coHeGtion af 



student demogfaphit^datat 197$ statistics ar'fe based-'oti the !'8th day pW^^^ 
a^Jds!* syster^ {88,538 while 1^^, dfin^gfiatpMt i|a.ta .are Wifed o"^''< 
"rolling 10th day" system (83*028 Ft€) fndkatlftg an apparent decUne of 
6.2 perceotn It Is extremely ifnpomni to note'tMfc'approxirRateiy one^ 
third of the 6.2 percent decline is due^to, the Ange In countings . ^ 
methods in reviewing the deinograpnic ta^bl^s. - 
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W^X'-'^'. ■ ■ ' . ' CpEfSON ()F.OATA COLlKTIOl METHODS' 



■v v.; , ■■■ v^' 

■V Total 'PTE students' 

; : M ■ ' 


< 

1971 
^,67,31^ 


M 

: 70,216 


1 

fcl973. 

76,'366 

* 


-1974 

'79,597' I 


#,538 


• 85,109 


'1975-76 
.Difference 

■ "i 

. ; -IM 


Acadiic : . • ' 


•,:40,873 


, 38,7% 


• 41,267 , 


41.944 . 


47.027 


44,205 


' 1 


■Occiipatioftdl 


26,443 


31.536 


35,099 . 


37,653 ' 


: 41,511 


40,904 , , 




? , ' Total Vie Stiidents 
Rollifig lOtNay 


/ 




"N/A V 




/■ ■ 
" 86,638 , 


83,028 .,• 


-4.211' 


• Academic 
. Occupational . 










45,959 


43.187' 










' ' ' ' 


•40,679 

i 


J9,841 ' ■ 





Totai Difftee ■ ; \ 1,900 (2.1« 2,081 (2.4t) 

^ademic ■ . \ * ' 1,068 (2.3^) 1,01^ (2.3"^), 

Occupational ' - . ' ■ 832 (2.0fl ' 1,063 (2.6fl' 



y 



difference between 1975 8tli day count + adds and 1976 rollin^lOth day equals 6.2 percent. Approxiinately 
' ' one-third of this seeming decline in FIE students is a result of changing method of data collection. 
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! Table 2 ol^^the facing page^ indicateS^both the Fall 1975 aftd 1976 
.f^ll*t1n». equivalent \K.E) and headcount enronrwnt fay Institution fot 
-tne cowirtimity colVe^ systeir. Historical statistics of- tot^l system: 
enml^lmerrts are graphically. displayed on subsequent tables relating to 
vaflolis student demographic data. - | 

' TKe system- Wide, peregrvtage' 0 occupational FTE's to 

^ total ^student tiead^M 56; 8 percent- Other than the Carpet^ 

HeynVcenter at Institution* the highest 

percentage is at Sp^^ or an average 

of 11.6 credit- hours per student) and the lowest percentage is at 
Whatcom (33*5 percent ollan- average of 5V0 credit hours per student). 

While these PTE's, are from all Ylinding sources (on which demo- 
graphic data is collected) total state funded PTE's arq 79,849, The 

" "... ■ ■ ' ' ■ , , ■ «•*•"- 

bulk of this difference is that Garrett 'Heyns ,(307 FTE),is fully funded 

by the Department ...of Social and Health Services , and Ft. Steilacoonfi - 

* ■ - . ... • ■ . 

receives founding from the Army for 1,765 FTE's* 
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■ DISTRICT UOLUGE 

PENINSyiA ' 
CRAYS.HARBOR » 
OiyHPIC . '' 
•SKAGIT VflLlEy 
EVERETT 

""'Mis ■ ' 

SEATTLE CENTRAL 
. SEATl 
Sf>T 

• , smir . V' 
■■ aELL^yyE 

. HIGHINE . 

.GREEN RIVER ■ 

,. fORTSTElLACOOM - 

' CENTRALIA 

.. OICC 
GARREII HEi'fi^ „ 
LOWER COLyHSiA 
CLARK , ; 
WEMTCHEE VAll£\ 

■ YAKIMA WLLEr \ 
SPOKAIC, 
SPOWr FALLS 
BIG BEND 
COLUMBIA SASIH 
WALLA WALLA 
WHATCOM 
lACOHA ' 

SySTfM TOTALS 



COf^ONITy COLLEGE AtAOeftlC/OCCyPAIIOiL ENROHMEtlTS 
Fall Tern mS' arid 



19?5 

FULL-TM EHUIVALENT 
Acad, <lcltop. Totil 

m 

926 ■ 
2,088 
1.583 
2,563 
1,150 ■ 
103 

6tr 
13,159 

in 

2^288 
3)529 
l,i83 



, 517 1,256 ) 

' m 1.570 

1,369 3^57 , 

1,186 2.769 

1.751 (,314 
'1,135:W/ 

'iM 6,885 ■ 

1,701, 3. -503 

1,617^ 2.22? ■ 

r,606 ^,7i)^ : 

1,618 3,963_ 

2,102 5.044 ■ 

,1,8M 4,132. 

■1,558 5.087 

755 2,048. 

1,283 1,283 
. 121 334 

1.396 2.,457 

1,768 3,618 

724 1,989 

1,137 3 »263 

■5,019 5,936 

2,409 5,734, 

621 1,252 

1,636 2,895 

i;^6r 2,402 
19 761 
1,484\ 4,314 



m 

FULL-TIHE eotiiHALENT 
Acad. Dccup. Total 

'565 557 1,1^ 
8a4- 515 1.349 

\m 1,358 3,269 

1,4?2 1,111 2,53irs 

2,lV 1.642, 3,815 

i,2lrToTro4i 

2,480 .2.786 •» 

61' Hn* 2,282 

2,997 li662 4.659, 
'2,324 .1,507 .31831' 

2,636 1,837' (.473 

l,8i 1,510, 3,398 

3,602 1,623'' 5.225 
1,142', m 1,908 

m : 107 ,307 ■ 

, 997 1,151^ 2,148 

1,719 1,994 3,713 , 

1,143 / 625 1,'768, 

1.935 982 2,917, 

1,050 4,650 5.700 

2^800 '2.728^,5,528 

■ 456 498 ' , 954 ■ 

1,238 l;539 2,777 

1,389 1,226 2.615 

466 ,257 723 

2',389 1,286 3,675 



4?|027 41.511 8«v53B 43,1.87 39,841 83,028 . 151,644 



19J5AU 
HEADfeOUNT' 
, TOTAL , 


.1976 AH 

.„PL„, 


tli S OR 


w 

FTElOf 

H£ADt{KlN 


2,91? ■ 


2,398 


43.1 


'46.« 


3,294 


2,745' 


,47.7 , 


49.1-, 


• i,964 


6,782 ^ 


, "49,6 


48.2 


. , 5,285 


4,843 . 


' '52'4 


52.3. 


v6,87I 


6,856 


62.8:. 


'55.7 


',4,"524-' ' 


;'4;856 ■ ' 


" m ' 


48.2' 


■'8,548. 


J,964 


61.8 


6fi;i 


,5,800 


. 5^861 


60...4 


60.1 


' 4,931 


, 6,046, 


45.1 


45.2 


'■7,078 


,7,216" 


t;;,j 


6.4,6- 


,6,?7l ' 


6,706 


■ 58.5 


57.1 


'b;i3 


7.917 




56.5 


'6,891 


, 5,627 


,:60.0, ,. 


60.4, 


'■/■ • 
■ 8,458 


8,891" 


, 60.1.: • 


58.8 


4,127 


■ ' 4,18U 


49,6 


, 45.6 


' 2,676 


■ 2,921 


47.9 


47.3 


.305 


303 


109.5 


■ 101.3 


-3,809 


, 3,640, 


64.5 


59.0 


6,166 


7.451 


58.7 ■ 


■ 49.8 


2,779 


^2,679 


71.6 ■ 


. 66.0 


5,775 ■ 


'4,88(! 


56.5 ,, / 


.59,8' 


7,97}- 


7.,353, 


■74;4 " 


77.& 








01. Q 


2.260 


2.010 


' 55.4 , ,- 


k7.5 


5,403 ' 


V ,5.489 • 


, 53.6 ■ 


I 

50.6 


3,612 


3,520-' 


, 66.5 ■ 


74.3 


2,157 ' , 


2.156. 


. 35.3 


33.5 


6,419 


5,305 




69,2 


151,644 


145,962 


58.4 


56.9 
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/ ■y.'^':--^i\\e relationship between ^^^f^^^^ students enrolled 1n a(j:ademlc or ' 
;Ofccu|?stlonaV is illustrated in TibTe 3* ' 

total /FTE- ^nir-oTlment hai: been 26.4 peiKcen^^ since, 
4971, witK the only ^decTine taking pla^e in the curreht Vear. The : 
growth of occupational enrollments has incrpased at a faster rate, again 
showing a deVline only in 1976, Of the apparent 6.2 percent decJine in 
fall , 1976; (see |)age :6), academid/pTE's decreased by 8^2 percent while 
there. was only a 4.1 percent decline in the occupational FTE's. If it is 
assumed that the change in data collection methods between 19fS> and 1976 
affects both academic and occupational enrollment equally, the "reaV* 
decline is eVen more pronounced in the area of academic en roTlrnGnts. 

During the 1^74-75. and 1975-76 academic years, both the impending 
termination of G.I. Bill benefits and poor,, economic ^conditions resul ted 
in larger ^than expected enrollments in aca'demic courses. The Fall 197^ 
academic enrol ImentSi are seen by the State 'Board staff as ^a return to a 
more. normal trend li\e 




■ r 



FTE students 

Acaidemic 
JOccupational 

Percent 
Acadertiic 



90,000 
87,500 
85,000.- 
82 .500 .- 
80,000 
77.500 
75,Gga 
72,5?0 
70 V 090 ,- 
67,500 
65^000 



47.500^ 

45,000 
42,500 
40,000 
■ 37,500 
35,000 
32,500 
30,000 -- 
27,500 





71-72 



,;.,TABtE'.3 

OLLEGE mi-TTME' EQUIVALENT ENROLLMENT 
. AO^DEMIC/bC'CUPATIONAL. . 
' .A** FalT Term 1971 - 1976 , 



1972 



1973 



1974, 



6/,316 70,276 76,366 79,597 



40,873 
26.443 



60.7 



38,740 
31,536 



55.1 



41,267 
35,099 



54.0 



41 ,944 
37,653 



52.7 



1975 

88,538 

■47,027 
41.511 



53.1 



T9>6 

83,0^3 " 

i3,187 
39.841 



52.0 





A/0 FTi's 




Acaflemic FTE's 



Occupational FTE's 



1972-73 



1973-74 



1974-75 



1975-76 



1 

1976-77 



Source: MIS-1 State Board for Community College Education 



* *8th day count plus adds. 
••Rolling lOth day count. 



NOTE; Data collection methods: 

■ 1971 through 19?5 - 8th day counting plus adds 
1976 - Rolling 10th day count. 
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\ * Tal>les 4 ana 5 outline the pattern corwnunity service enrollment*^ 

.^.Ht\. Fall,' 1976 there wfere 8^603 students percent of total *>iea<icount) 

enrolled onlS^ ifi community service courses, * , ' - 

:By delinltiJQn^ commynijty service courses are: 

: • Organized GOrurseg or, agtiviti&s wnlch may carry no credit and - 

wliich were establi'Shfed for the purpose of meeting cotnmunity ftvoca^ 
tional' needs. They are not typically applica|g|Mg||gM^ 
diplo^^r certt^dtes.3. ^ ' ^fR^liPP^^ 

-^'^^^V^^j^ileri'^neadcou In community service courses has 

increased 2.^2 pe>cent Since 1972, the PTE's generated by this setfment ^ 

are still only 1.2 percent of the total in 1976, comparable to the<1^72 

figure." Conltiunity service PTE count is ^not included "in the total count. ^ 

for funding purposes. ^ ' ; . ' " ^ - 

The community service enrol Ime^otsv by ins titution^for Fall 1975 and 

'1976 arte as foil owsV * ' ' 



ENROUMCNTS IN COMMUNIT^Y SERVICE COURSES 



■\ 


. 4. 




Fall 


Term 1975 


and 1976- . . ' 






. . % 




X ^ ^ ^ 

' . i ■ 


J\ FALL 1975" 


"FALL 


1976 




FALl. 


1975 


FALL 


'1976 ^ 




■ EH 




Lti 


Hdc t . 




I^TE 


Hdct. 


FIE 


Hdct. 


PENINSUU ' 






21 


181 


■ OTCC ^y. . 




107 


7 


12 * 


GRAYS HAftBOR 






4 


54 


GARRETT MEYNS 






4 




OLYMPIC 


; .67 


584 


ss 


525 


LOWER COLUMBIA 






9 


170 


^SKAGIT VALLEY 




30» 


42 


294 . . 


CLAI^K * 


253. 


l',580 


37 


• 696 ^ 




4 


11 


10 


,65' . 


WENAT6HEE VALLEY 


22 


171 


31 ; 


232 ■ 


EDMONDS ' 


6« 


' 289 


42 ' 


196 


YAKIMA VALLEY 


3 


13 




' 28i» 


VSEATTLE^ CENTRAL 


' 23' 


141' 


26^ 


163 


SPOKANE 


34 


587 


76 


186^ 


SEATTLE NORTH - 


86 


605 


112 


767 


SPOKANE FALLS 


'86 


135 ' 


87 \ 


361 ' . 


S£/^mE SOUTH 


. 22 


195 


28 


314 


■ BIG BEND ^' 










SHORELINE 


48 


490 


21 , 


314 


COLUMBIA BASIN 










BEILEVUE 


171 


M81 


197 ' 


iai9 


WALLA WALLA 


5 


^^75 


5 




HICaiNE 


22 


240 


20 


303 


WHATCOf^ 








335->;i - ■ 


G«EN RIVER 






95 


1,339 


TACOMA 




174 




• 379i ■■: 


fORT STEILACOOM 


78 


712 


23 


183 


. ' ' 








CENTRALlA 

V ■ 1 ■ 


9 


50 


3 ' 


20 . 


SYSTEM TOTALS 


1,070 


7,742 


965 


8,603 . ' 


Sourct: /lS-^ 


State Board 


for Community College Education j 
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160»006 + 
157.500 
155,000 - 
15?; 500 - 

150 .poo 

147.500 
145.000 
-142.500 
140.000 
137.500 
135,000 
132.500 - 
130,000 
•1Z7*.500 - 
1^5,p00 - 

> l^UOOO - 

^OIZJ^OO f 
llSiOOO 

';n2i5oo -k 
' 10. 000 W 

7.500 4 
■ 5,000 -f 
■ . 2.500 

' 0 



•Total Headcount 




Community Service 
Headcount 



-+- 



1971-72 



1972-73 



1973-74 



1974-75 



1975-76 



1976-77 



Source: MIS-1 State Board for Conmunlty College Education 

♦Academic, Occupational and Coimiunity Sendee 
NOTE: Data collection, niethods': ■ 

' 1971 through 1^75 - 8th day lounting plus adds. 

• 1976- Rol ling T 0th day count. , 

■ . , ■ ■ ' 20 . 



- ^ ' The remai nde^ of this . report and al 1 f oil owitig tabl es, concern the 



various aspects of the^-total. enrollment data. Information on spurce of 



V 




residency , student -in teat and ethnic origiii are -p-rqvided vfor acadeniic 




5nd occupational stud^i^ts. 





are clsssified^into six, categories. 



/ I ) Trahsfers are ^"^1 students ^ who atr^ transf erri ng cp^ 1 ege ' 
Tfvel\ credits from-some" other institution, and were ■registered for 
credit the previous term^^t sarne^^'other institution. The total of 
trarisfer^students must be made up of both In-stat^ and Qut-pf-state 
students. I ■ y ' ' v ". ■ 



'2) Retained' students are^all students enrolled at the -same . . 
institution in the previous term; \ 

3) High School graduates are students who. graduated, froin a 
high school in the State of Washington during the prefceding academic 
year, 

4) Mil i tary are students who were^in the military service* 
during the previous academic year. ^ ^ 

5) Out-of-State are students whose residence during the 
previous acatjemic year were outside the State of Washington and 
were not registered for credit ia any higher educational institu- 
tion. " , i * . . 



6) All Others are entering students not elsewhere classified 



•and located in the "State of Washington- during the previous term". 
This category is subclassi fied into new students^, and former stu- 
dents returjning (FSR). Former students returning are ^udents who 
..previously attended this college and do not meet the criteria for 
inclusion as a transfer student. ^ ' ' 






^ "^^'^ students ais report^«rDy the institutions caused the v 

^ \ : due to incomplete data* was ultimately necessary " * : 

! J. to etsVlinatfe some elements for ^ev^ral. insti tutions;that did noj:'col1ect 

* : ^; the data/ in order to reflect (the most reasonably accurate information 

.»■■ ^ ' ■ ■ ■ • 

for the system/ It' further required minor adjustments be made to data* 

• ■ ' . " • <• • / ' ■ :•' ^ ■' 

>■ for previous years based on correcting information provide4 by Jnsti- . 
X tutions, or correoting previous estimates in view of 4976 data, Sijch 
/ corrections or rea son abVe-^es^ti mates were made by the State Board apd ^ 
^ will be used as the revised/figures' in Any subsequent publ ictation/of .• ' 
either agency. Until several years of consistent Source data is ^avail- ■ 
, able, it w6uld Ve unwise for the reader to tnaKe any" definitive cohclu- ' v 
sions based on year-to-year comparisons. 

; The greatest percentage (il8.5 pe^ent) of thos^ entering' commu\i^ 
- > .cVfle'^'are cl-JJ^ified as ''all others*\"' Washington resa other . 

than those entering directly from high school or immediately trans- 



i 



ferring'from another Washington institution, are counted ;*tn this seg- ^ 
ment. This is also the area of greatest decline since 1975. 

Unlike the experience of the^ public four-year institutions, the^ 
entrance of Washington high school \radu^es has increased 7 percent 
in the last.year. ,In "^ditton to the increase in high school graduates 
as a percentage of to taP' community college enrollment, it should also be 
noted, that 'the percentage of total Washington high school graduates 
entering community colleges has also increased. In Fall '1975, 27.9 
percent entered the 'system while in Fall ^976, the percentage rose', to 
30.3 with virtually no growth in the number of high school -graduates 

■(+22). • . ■ . .; 

'r . 22- " - . 



1 . 



V '''f^ntr.anc^s, from military have increased 19. 3 percent in th6 last 

•V-:: •• . : • ' ^ , ■ < . ':i 

\^e«ir, while, entrances, of out-of~stlkte students have Reclined iB}P ■ 

; pe>j;ent. An 'increas^. of 5.5 per-cfent was experienced in thiS neten^'on of i 

stucifepts enrolled the previous term' at the satfie -institution. \ 

In- Fall, 1975, transfer students- declined 16.4 percent over the . 

"previous, yean The decline i-n transfer students appears to l?e si'gniftcantv 

^and sp€iEis all segments of institutions as follows: . . - : , 

- ■ ' WS: . V 1976 " Change • ^ . Percent 

Transfers From : ; . , ' . ^ ■ . • 

^ Intra segment 2,999 

Four-^ear ^ 

public . ' 1,954 
•Four-year 

. priv^ate 575 

Out-of-state* "1,030 

Unknown 47 

•Total 6v^5' 

Ja,ble 6 on the facing page indicates . the relationsf^p of the source 
of students by retentions, transfers and entrances. Again, the reader • 

;rs reminded of the itupact of change in data colleCftion techniques in 
1976, If'^he "presumes that the effect wo ul-d be spread over all cat- ■■ ; 

'egories of students, the impact would not necessarily^lter the rela- 
tionships described. ' . . 



2,475 


. -524'' 


.-17.5 


1,755 


'199 


-IQ.? 








365 


-210 


-36.5 


, 900 


-130 ' 


-ia.6 




-17 ' ■ 




5,495 


1,080 ' 


. . 16.4 



X 



V . V. ' , TABLE 6- ■ 

fcO^WWrlTf COLLEGE HEAQCOUNT ENROUMENT 
BY SOORCt OF STUDENTS 
F^lT rem 1971 -'Jm 













*■ ■ . 


^ • /. 


; . j|7i . 


• 1972 


1973 


1974 


1975 


Tot%l Hwdcoufvt^ 


\T04,454 


118.647 


133.835 


141,414 . 


151,644 


Transfers 


6,514 


5.949' ' 


6,961 


6.132 . 


, 6.575 


Retentions 


28,909 


29.102 


- 36.687 


3e,829*, 


30,906 


Hjflh School *^ 


■16,095 


14,793 


14,648 


14 ',409 


14,203 


ttllitdry 


4,882 


3.250 


5.91,8 


5,503 . 


•3.186 


Out-of-state • 


3,385 


2,099 


3-.234 


2^692 


3.759 


Aft 'Others 




63.454 


66;387 . 


79,849 


93.015 



i^7e 

145.962 

■5;4§5' 
• 3'2,61S 
15^440 
-3.812 
3,167 
86^*33 




120.000 

115,000 

110,000 " 

105^000^ 

100,000 
95.000' 
90,000 - 
85,000 - 
80,000 - 
75.000 - 
70,000 
6,5'^000 - 
60.000 
55,000 - 

: 50,000 - 
45,000 

. 40.000 - 
35,000- - 
30,000 
25<€00 4 
,20,000 
15,000 
10^,000 - 
5,000 
0 





1971-72 

. ■ ■ J 



Retentions 



Transfers 

I 

r- 



1972-73 



1973-74 1974'-75 1975-76 1976-77 
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Source: MlS-1 State Board for Community College Education 

♦Academic and Occupational only- 
WOTE: Data collection methods: 

1571 through 1975 - 8th day coujjj^ing plus adds. 

1976 - Rolling 10th day Qount.' 
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The credit ho^ur Ipad of.-conitiun1ty college sbdents-1s tnustra'ted, . 

■' • ' ; ■• . ' ' • ■ ' '"^ - ' " ■ . ' - i - " 

OH'T^ble 7, Since WZ, the npber of part-tiitie, studeijts traj .t'Uen.fwnt. 

' (i€,4 pe»:centi'to S4i'5§4 '(S7.9 percent):! , . \ ' ■ ■ ' ' • • ' 

- ' ^ " * ' " / ' 

"One of the dminctlVe/feature^ of the community college system, 
. Its .'service .%q Targe numbers of people regrSter1ng''for only one course. 
•TWs^'PQPulation, either purs'uing'a single area df :f njtqrest-, skill", 'im-,. 
:'.prpvement, or ej^plorifig^opportunit^iefc in postsecondary education is a :: 
-. substanttial and important element of communfty college service. In 1972, ^ 
the last'.,year that data, a^e available, si ightly oi^Y; One-third of the- - 
total community ^io^olle^e headcount enrollment regi$!tiere<l for three credit 
hours or less; In view pf the; continuing htsh part-time ejrfrollmnt it - 
Is likely- that tl\is;^el9tionship st4 extstsv ^ ^ ' - , ' 

'A5'^TI1)le 7 indicates, nearly all of the 1976 -enrol inient decl ine c^^ 
be attributed to \fuTl -time" students; . Part-time rehrollment maintained ^ 
dpp.r'oximately the same level as in Fall , 1975/ ^ , . ' - " 



^^r'^ttftil Account* 



XCTp or mt6 




1971. ^ 1322 




1974 


104,454 118,647 


133.835 


14-1.414 


^''52*S47^ 66,8^3 




82.812 


51,907_ 51.754 


. 57,16$ 


58.602 


49.7^^X. 43.6 


42.7 


41.4 



Mi- 



f ' 
''"'iv'j.'-'- '• 
• I". , t 



V 

I 



,15(1,000 4^ 
145.000 
140.000 +■ 



** 135.000 
130,000 



125,000> 
120.000 
115,000 
U0,OO0 + 
105.000 
100,000 + 
95^000 




80,000 " 
75,000 
70.008 
65,000 



55.000 -b 
50.000 
45.000 



s.oob'^ 

0 



84,850 84,564 
66.794 61 .398 ' 



44.1 



42, r 



Total Headcjjjiflt 




Enrolled for 
9. d Credit HouV-s or Less 



Enrolled For 
10.0 Credit Hours or More 



- r :: i 1974-^75 ' 1975r76 

Soorcerr^WI5-4 SU^^^^ Baafd for, Commurvl ty Col lege Educa tion ; ^ 

♦Acadeniic.aVd Occupation^^^^ ^ 
NOTE: "Data coT1eeti(gn^^^%^ 



1976*77 



T97rThrx>ugF'W^ counting plus «adds. 



1976 - Rolling IQtn day count* 



.26 
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[^^??-Wf/t:^^^^ with cOttiiiunUy c^jTjfeir^V^ ■ Ct»?i-irftly, ->1/S' pertfelrvHiP a^ll-/'', \ 

; ;::/7fi&^^^i i^iiP d^^W Ztyears br &]iter. aijficf ^Ifliost mf of ' , 

vy-:' ' ... tHo'se are 30 years -or older. • • - • . 

y^y , this Jsftter gr'oup,' v(thtch CompHse^ over one thfrd (35.1 percent) of f 



''f'/'-'rV'"- 



' tb^ enrol iweftt, ciinsUtsi of the fonowitig age groups; 

A?!ie Sfbup . tfeidcouftt Hrii^nt.Qf totati , > ^ 

30 - 39 25, 3U . ' 

40 - 49 12,319 ' ' 

50 - 59. 6,493 . . 4.9% * ' • ./ 

. 60 and over 2,g96 2.0% ^ '\ : 

Total . l?nf 

It ?s intferestirig to note th*t 1976 marked the first time that thei 
number of older students declined (resulting ffdrti the decline in 
Veteran enrollmGnt discussed later in this report),: total decline in 
the "over 21" year Ccitegory was approximately the samfe, as the overall 
.reduGtion in enrollments. As a result, th? average. age dropped to 28. 
and the median age to 25. - - , • 
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Fill Tt^-ffl im * \m 



Totil Headcount* 

$,|utfents' 20 Vears 

ot less 
it^nts 21-29 

yMrs old 
Stad^nts 30 yeai*s 

oM and over 
ToUl Indicating 

*9* 



1971 
104,454^ 

39.iOl 
3^.429 
26.962 
39,492 



-l*ertefit Qf students 

3d ye«f^ or older 27.1 

. Average Age ♦* 

^1«n Agtf- 23 



1972:' 


- 1973 






- *? 'P 


118^647 


133,835^ 




151.644 


145,962 


35,116* 


37,973 


36,769 


• 37 ,293 


, 36 ,'851 


37,387' 


42,438 


47,201 


51,413 


. 49.,642 


38.805- 


44,029 


47,175 


51.369 


. 46.818 


111,308 


124,440 , 


131,145 


140,075 


133,311 


34.9 
, ** • 

25 


. ' 35.4 
, 29 
25 


36.0 
28 
26 


36.7 
29 
26 


35.1 
28 
' 25 



32,000 
30.000 + 
28,000 
26.000 
24.000 
22,000 
20.000 




•21-29 years 



30 y^ars and over 



20 years or less 



/ 



4i 

2,000 - 
0 



197i-72 



1972-73 



1973-74 



1974-75 



1975-76 



1976-77 



Source: MIS-1 State Board for Community Gollege Education 

\ 

•Academic and Occupational oniyi 
**Average. age not available prior to 1973* 
MOTE: -'Oata collection methods: 

'. W?! through 1975 - 8th day counting plus adds. 
1976 -Rolling 10th day count. 
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28 



' ' - " ^ " . "^''y-;:' "=^■r- 

iltustrated \n tAbU ^, of the stadents^ mim^n th^^^ 

pBfc^r^jifB womfen iri 1976, as cottip^tred to 44.1 percent In 197?. - 

WUftft c6mp5rr1n9 t>oth the age and sbtC of students, one finds that hetwefth 

thelites of 19. and 27., men account fOr oyer 50 percent of each age, " 

gt^m*'' Howey^r* in the la and younge^category awi those iB and over, 

woujen outnumber the'fnen. Because of the large number of students not, 

Indicating, their sex (5.8 jjercent) the above percentages stiould hot be , 

cons idered; definitive, though they are probably reflective of overaljl' 

patterns. 

With the significant decline in the number of male enrollments. 
1976 marked the" first year that women outnumbered men in the community - 
college system. The trend< toward.greatef proportional enrollment of 
women was, al^o noted in thedlscusslon of Your-year public institution 
enro n mertt . ' ' ^ ' 



: '-••^'f^ -? 
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'Total Headcount* 104,454 118,647 133,8J5 141*414 151.644, 145,962 



Mile ' 
FemaTe 

Not' Imli^^ted 



57,187 
45,187 
2,080 



60.106 
54.71d 
3,822 



69.104 
62,316 
2,415 



'69,073 
■68,739 
■ 3,602 



74,604 
72v294 
4,746 



65,S51 
71,883 
8,528 



Mate 





1971-72 



1972-73 



1973-74 



1974^75 



1975-76 



1976-77' 



Source: MiS-1 State Board for Cormunity College Education 

*Academtc and Occupational only. 
NOTE: "Data Gallection methods: .' 
-.1971 through 1975 - 8th day counting plus adds.-- 
■ 1976 Rolling 10th :day count. 
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eifjftft in 1976i AS shown in Table 10* fejll^fng tfie continuous 'increase . 
trt^Jtjj? pnrevious four years. The exUH 6f. tfte d^aiine (7, -753) m$ ' 
gredtfer. tb«n the, overall reductlop (53^^62). Even with the (^hnpge of „ 
data collection mejthods implemented iri the- decrease of 36.5 percent, 
.in' veteran enrollment is substantially greater than could be attributed 
to collection methodology, 

■ On^ of the reason^ for ttie larg6 d^^line is the-termination Of. 
benefits available for a large segment of the veteran population. The ' 
'G.I< Bill which took effect June 1965, and itsS^bsequent amendments, 
provided all veterans (iocluding tHose not covereovlj^the previous. 
Korean BilV) eligtbility for 10 years, ending "June 1975* While many - . 
veterans had" previously used their "educational benefits, many were 
affected by th^ termination. On the basis of the G.I. Bill, an ad- 
ditional one-tenth ©f the veterans' will become -ineligible in each of the 
next 10 years. ' 



' additional decliJie Is projected^1base<}?on ^he increasing rigidity 
of the Veterans Administration regu^tioni. v Montffly' {irepayment of 
benefits has been elirninated. in. addition /tfieVeteran granted initial' 
early payment (before^ a term begin5)^^ m^ appi^oxlrnately two ^nd a • 

half months for the next paywent. 



Wl' .1^ 1973 ' 'mi US 

Wt«l tl6f<ICt>ont ' 104,454 ia8.«47 133*83^ 141.413 ^ 151^444 

SE Asian Yets ' 3,698 ^,587 . 4,447 8;871 '7,S56 

AtT ott^r Vets ' 

t^c. S.'benefHs . 9.253 8,880 10.7^9 ' 12^834 13.680 

Total Veterans' ^ 12.951 12,467 15,216 18,705 21.236 

.l»ertent Veterans 12A% lO.St M1.4X 13.21; M4.0X 



1^76 

4,780 

, 8,703 

' 13,483 
.9.2* 



155,000 
150,000 - 
145.000 - 
140.000 - * 
135,000 
130.000 
125,000 
120,000 
115 ,'000 
110,000 

• m,opo - 

100,000 



30,000 
25.000 + 
20.000 
15,000 
10,0fl0 
5,000 - 
0 



Total Headcbunt*' 




Veteran Enrollment 



1971-72 



1972-73 



1973-74 s 1974-75 1975-76 1976-77 



Source: MIS-1 State Board for Conmunfty Xollege Education 

*Acd(tem'fc and OccupatfonaV only. 
NOTE! Data collection 'methods: 

1971 through 1975 - 8th day counting plus adds. 

1976 - Rolling 10th day courtt. 



' - " the sliiJ ondfer m1ew. , THere has befert an 8$\2 percent increase in 



5' ,^ 
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^ State students attracted the c^^mmunity coHe.ge programs. Much «f ' , 
. ^ \ ^ ^ , - ^ - :/ 

: : this 1hcreftS.fiV(6l-9 percen place w^thin ^the Ja$t^^^^ 

two .years. As the table Indlcaw, noftreiident eriroliwfent was on^^ of , 

\ the fiew corapoheftts, of the sttitail which 1n(fr*e*se<l in Vi%. - 

In revievdn^ where nonresident students have enrolled during the- 



mast recent three years, fi^e institutions (Peninsula » Hlghllne^ Cen- 
trjiHa, Clarlj and Wenatchee Valley) reported ifercerttages til gher than the . 
s^^stem average during, one year. In two of the three xeafs* 'two insti- 
tutions (Seattle Nor^h and'Beltetfi^e) ha„ve exceeded the sy$teni average 
and six Institutions (Seattle Central, Shoreline, 'lower Columbia, Yakim . 
Valley,. Big Bend and Walla Wallaj have consfst^tly exceeded the system 
average in all three years* Jn Fall, 1976, these sixnnstitutlons - 

3 ' / ' ^ ' - . ' 

accaunted^ for 20^0 percent of the total hee^dcount enrol lineht (academic, 
^and otcupationaT); however, they attracted 45»9 percent gf theV total . , 
nonresident students, 
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^r;i>^v••:-'^■-"-•.• •^^J;v^■^y ■ •, ■* ..-...; «■. - 



Peii'cerit Fesfdent- 



452.500 4- 

145.000. 



So;6iib 

A/.BOO 
135,000., 
132,500 
130,000 
107.500 
I25v000 

iazUoo 

120,000 
117.5QO 
115,000 
112.900 
110,000 
107 » 500 
105,000 
402,500 
100,000 



'5,000 - 
,2,500 



Ml 

104,454 



1972 

118,547 

115.^5 
'2.75? 



133,835 

ISO.iBSe 
3,179 



141,414 

138.156 
3,258 



151,644 

i4€.746 

ti898 




197-6 . 

145,962, ' 

140*686 
5.276 .'. 

96.4 



Headcount 



Nonresident 



.A 



1971-72 



1972-73 



1973-74 



•1974-75 



1975-76 



1976-77 



Source : MIS- 1 State Board for Coowuni ty CBl 1 ege Eduta 1 1 on 

. v:*Aca'de(nfc and Occupational only. 

'y^^^^^;/^ M 8th day counting plus adds., 

., ■ ; ' 1976 - tel 1 i ng 10th day count . 
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;-' - • ' W^ii^fHy *ifiroWfft$njis <ln the -e^jomnjjntty college «y$tin have Xncr^ki^; 

^5*ibstaflt1ally in the la$t five y«ar$, rejfching^a reported J3. 9 ^rcent , 
of those indicating ethnic origin in FaU 1976/ tne^nH statistics are 
'^tiTI being corrected dtie to &rror.s in data proce$sing coding.- The 

i - ' < - • r • \ . 

, totat niBftber of foreign students do not accurately r€f11^M^i^:he enroll- 
ments in that category' ahd the State Board estimates' that they are • ' 

•approximately 1»000 below actual. Corrections to this category may 
decrease the totals -in the other .categories due to coding changes. 

Table 12 on the facing page identifies repented enrol Imerffty^' 
ethnic categories and percentage of minority enrollment /or Fall 1972 • 

' through, 1976. 




- -> ..:.V': '.. ,":,-..rr" • ^I^wV- , 



•C9HWntC0iU««HMI)CWilT»^ 



■ f - i' 



' ■ ' , Cm/HEXICAN 

;:(M.|,',,#£ntcffl-^ w^icAii^ iAH • . . p^t^.^^ mm imnp MMM^^MH ^^W^^ - Jffi 



■n 



- i l^m 4,327 
4,«0' / 3,309 



2,359, 
'2,625' 

i;in 

1,258 

now 



3',?82^ 
1,506 
■ '1,251 



,17.851 . 
14^' 
n,'022 



%M'0m MM 
2,769-, 115,472- "^^W^i^M 
m 110,342 i HSsO. ' 
1,667' 107,326 j5^0 



13.V' .;,vl,509, M 

11,4 

,9.2 



/ 



1 



' V^^c's''' WS'-.l State Board for townlJy Colleja. Education 

' • - . ' " ' '1 
•■■V ■■■■■■•*Acadwk' and Occupation^ ^.-^ ■ 

i>^'";-10TEi«totj'.conectlon metliods! ' . 
v' , ■■ ■ 'W} througl) 1975 - 8th diVMitntlfiglJliis 



1,.347 ' 92,928. «,#54, 



., ■ I,',' 

il«,647.! 






%ERIC 



ft 



'^^^^^^ by sttjd'ent Went* f,e;, the purpose stated by the ^ 



V sia^dent ifiar attendlrig col^lege, ah'd not the institutional' Intent 

offeTHh^ a>course. ' . . . ' ' ' ' ' - ^' 

'.: ^ In th^ foil owing definitions, the |tudent is or appeafrs; to ^* 

. enrolled primarily for the, purt>QS6S ■staJld: , * " '* , f ¥rS ^ 

"• ■ ' . ' • ' , - 

■ general' Stddies (Degree or Ceryfica^^) - purpose of completing a " ' 

certificate or up u twb , -years- Jf study which niair qualify for ail as«. 
.. sociatg ^d&gree. . • '" r ■ = . ■ ^ 

' Tr§r>$l|r (%n>tfocationai ) t intent of'-tj-ansferrin$ earned credits for 
. advanced study in upper .divisi^in programs oliftour-year Instlt^tions,^^^^ : , 

Adult Basic Educ^^tiofl - purpose. of completing «an**-8tH' grade, education-^^^; 

High School Qiplom/SED Certificate v purpose ^f .coinpleting a highiv 
schoOf diplpftta or GenerpT Education DeveVopment' certificate, either' ' 
through the- cpmmurrity cKniege or some cooperating secondary school . • 

Peveldpmq^tal ~ purpose of attaining 'or reviewing basic skills of^a - - 
<emedial nature ^ v. ' . '■.■:.-,:t 

' Occupational Preparatory - Accepted - officially enrolled in an approved 
vocational program , intended -to provide entry-leVel occupatip'nal skills;' 

• ' • 4 ' ' * 

Occupational Preparatory - Applicant - an approved occupational program 
- bM,t is not officially reeognizgd by 'the Institution as being admitted 
. into the program. ' , ^ 

Occupational Apprentice - enrolled in an occupational apprentice #pro-' 
* gram, / • . ^ ^ . v . 

Pccupational Supplemental - p'rimarily to augment existing' Job sUHs. 

% / ^ ' - . ^ 

' ^> QccupatjcTnal - Useful Home a nd Family Ljfe^ - primarily to augment home 
/ ^or fj»^ny life skills. _ ~ _ • . ' • 

general Studies (Non--Degre^/N on rC€rt1f1cate) - enrolled orimafl ly for 
" persona? enri chmcnV or to. expl ore edocat ional opfiortunities, ^ 

• ,V "Other specifically stated that at this. time student cannot declare a. 
specific objective or long-range goal associated with his- enrollment and; 



none of the above ceitegories apply. 



O 

ERIC 



.3-8 
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tnfomiatlon on stadeot intent was first collected in F'all 1973. Th^ 
'table:on the following page serves te Identify the basic types-of p,ro-* 
smm offered ire«t)ie-coniiwnity to! lege system and the various enroll - 
ments which are collectively composed in the academic and occupational 
.headcount. ' . 

' ' ' • . • ' . 

.The 'fol lowing* areas of student intenjUjiiowerf -increased- enrol Imerit 

over fall 197&:" : / , ' ' " * , . 

. General Studies (Non Degree) - [ , ' +24.75S . 
Other . ' ,/ ' ,f^j' + 



/ ; The "following .areas had a reduction of less than- 10 percen;t: 

• Occupational Preparatory , . - 3.6% 

Occupational Preparatory .Appl leant ' - 1.6%'. 

. OctupationaT House'and Family life ' - 2.2% - 

' Occupational- Apprentice ■ -'8.2% 

The; fOlT^4ng categoric reductions of more than; >^ 

10 percent: » - - ° . ^ ^ ' 

■ GeneralMtudies (Degree) ' . -10,8% , ' 

Occupatm^al Supplemental -11-9% 

College transfer - -12.0% 

Adult/Basic Education • ,>-15.3% 

High School Dlploma/G£D -^3.3% 

i 
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Onierji Studies . f 

.(degrfie, Cert'. eev,) ■ . im Ui 'JM' m 

" CoHege TrMJfer - 25,148' .18,?9 '^M \iM 

\ AJuUMiEducitlflit; ■ 1,7^4 '1.32 ' Z.p 1.5IJ 

' H. S. Olplomi/GEO Certificate 6,034 4,51 . 5,636 ]M 

OccifpitlOniT Preparatory 23,475 17.54 'V Z5;479 18.02 

Occupatlonil PrepaFjtory Applicant ■' 3,560 2.66 ' '2»393 1.69 

' Occupational Apprentice , m , 2,611 1.85 . 

' -5)^ 'Occup»tiow]'Supplewtal 23,^23 17^5 ' 26,186 ,18:.52 

' OcciipatiOiMlHoie iFimily Life 787 8.06 ,10,613 7 . 50 

General Stydies (non degree) 15,363 11,48 17,294 12,23 

.Other 16,405 -12,26 / 1 13,202 9,34. 

■ * I ' . 

.* ■ • ■ ' 

Total 133,835 100,0 141,414 100.0 
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;l'l,202 


7;39 


9,990 


6(84 




+ 30.2 


27,420;' 


18,08 




16.53 




./it 


3;215 


.2.12, 


2,723 


187 


f 959 






3,97 


m 


3.17 


1,410 


-23.4 


29,187 


19.25 


2^130 


19.2; 


. M,655 ^ 


+ I9.B 


3,826 


2,52 


J,764 


1,2.58 


' + 204 


+ '5.7 . 


' i,91fi 


1.92' 


2,677 




, + 2,677 


m 


24,828 


16*37 ' 


, 21,81,3 




-1,750 


- 7.4 


10,538 


6.95 


ltf,304' 


7.06 


- 483 
+ 7,426 


• 4,5 V 


:]B,271 


12.05 


22,^89 M5.61 


+ 4^.3 . , 


H,214 


'9.37 


14,963 


10.25 


- 1 ,443 \ 


■ 8,8^.. 


151,644 


loo.'o 


.145,962. 


itw.o 

t 


12,127. 


+ 9.1 ■ 
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SUMMARY 

Th6 recent decl ine in 'Veteran students as a result of the tertni- 
, nation of G.I- BtII Sducational benefits, may be seen as the greatest , 
single factor affecting ^t^^ conimunity college enrollments. ; ' 

This 7,753 decl ine has directly Influenced most of the declines 
experienced in other demographic areas. In each tns,tance, sucjh declines 
actuany serve ^to describe the Veteran itudent. As. an entering student^ 
most Veterans Would be classified a^ '^al.T otJ)er!', neither an immediate 
high school graduate' nor* a transfer from another instit^ion. This 
category showed the greatest decline since FalT/1975. Significant 
declines were also experienced in fLill-time male students, oyer the age 
of twenty-one who were Washington refsi dents. ^ 
yi The decline in transfer studfent$ ( 1,080) and out-of-state ex|^^ 
(612). coupled with the increase in/ the retention of students (1,709) 
raises the question' as to whether previously expeV^ienced levels of 
Student mobility may be generally declining. Though the data indicates 
an increase in students entering directly from high school , the mag- 
nitude of year-to-year change has been que^ione^d by State Board staff 
. due to the possibility of .incomplete reporting in previous years. 

'While part-time stude)its remained numericaiTy comparable to the 
Fall 1975 level, af percentage increase exists caused by the decline of^ 
^ full-time students. Virtually the same pattern exists. in the case pf 
female students. Though numerically showing a slight decl ine (411), the 
larger 46c1ine in mal^ students has shifted the percentages to reflect a 



gremr p«)tit0»!t"<on of feijraTe studejtts fSZ. $ p)»Vcent of those fndMMn^f); 
"^dir'th<s.-/'t«*$t t1iii€H ■ '*^~ ' ^ 

Slight htimen'c inciireases in nonresident students since Fall 1975 
appear to follow the general -trend over recent years. This nonresidjent 
population is generally conce/itrati^ ia'the metropoUtan Sea|:tle'drea 
and in districts/6brder1ng the sftate of Oregon* Though the proportion of 
nowresfdent students remains small {3.6 percent) the growth of this 
population has kept 'pace with the Increases in total enrollment -during 
previous years^ < 

' Minority enroJlments |iave increased steadily ove^r the l|tst five 
years. Currently 17,770 students have identified themselves by various 
niinority categories. 
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